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IX. SUPPLEMENT TO CB360T (LATE MODEL) 





ROCKER ARM SHAFT 


The following shows rocker arm shaft disassembly and assembly procedures. 


A) 





(jo 714 


WM 


(NEW) 











Standard torque 
4.0~4.5kg-m 
(29~33 1bs-ft) 


Application of Modifications 


This changes have been applied on the production models 
starting with the following engine serial numbers. 


TYPE 
CB250 K5/G 
CB360G 
CL360K1 
CB360T 


Disassembly 


ENGINE No. 


6022201 
1088381 
2008449 
2031164 


Referring to disassembly procedures on page 38. 
Except that Right rocker arm shaft is removed only loosening 


bolt. 





Fig. 1 





(OLD) (NEW) 











Standard torque 
0.7~1.1kg-m 
(5.1~8.0 1bs-ft) 




















(1) Cylinder head cover 
(2) Sealing washer 

(3) Right rocker arm shaft 
(4) Left rocker arm shaft 





